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ACTION HEW-06 

INFO OCT-01 ARA-10 ISO-OO COME-OO EB-07 OES-05 /029 W 

006111 

R071643Z JAN 76 
FM AMEMBASSY TEGUCIGALPA 
TO SECSTATE WASHDC 2086 

UNCLAS TEGUCIGALPA 0058 

E.O. 11652: N/A 

TAGS: OGEN, ETRD, TBIO, HO 

SUBJECT: FDA ADVISORY - VOLUNTARY RECALL OF LABORATORY CONTROL 
STANDARD DUE TO PRODUCT INSTABILITY 

REF: 75 STATE 303275 

DIRECTOR OF INSTITUTO HONDURENO DE SEGURIDAD SOCIAL (IHSS) ADVISED 
POST THAT 4C NORMAL LABORATORY CONTROL STANDARD WAS RETURNED TO 
COULTER DIAGNOSTICS, INC. TWO WEEKS AGO TO BE REPAIRED SINCE INS- 
TRUMENT WAS FOUND TO BE DEFFECTIVE AND COULD NOT BE REPAIRED 
LOCALLY. IHSS PURCHASED EQUIPMENT FROM COULTER DIAGNOSTICS 
REPRESENTATIVE LABORATORY HOSPITAL SUPPLY, TEGUCIGALPA. 
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